Shooting a large book 

using the Large Image Capture Arm 



Some items will be too large to shoot on the TT Scribe cradle, such as folios or 
posters. These can be shot entirely using the Large Image Capture following the 
steps below. 

1 . Open the “Scribe” application on the Desktop. 



Update Manager 




2. Verify both the Large Image Capture LED lights and the TT Scribe frame LEDs 
are turned ON. 
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19. Verify all three cameras are powered ON and connected to the computer via 
USB. 

20. Verify the Large Image Capture (LIC) arm is attached to the TT Scribe. 

21 . Click the “+New Book” button in the upper left-hand corner of the application. 










22. Follow the instructions on the “Calibrate Your Scribe” screen. 




Calibrate Your Scribe 




23. All three cameras will take an image, which will appear onscreen. 
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Calibrate Your Scribe 





24. Verify each of the three images is matched up with the appropriate camera (us- 
ing the dotted lines from the camera graphic to the image). 



25. Using the images displayed on the screen, determine if the images are labe- 
led correctly. If the images are upside down, click ‘swap’ and the cameras will fire 
again and a new image will be taken. 



Calibrate Your Scribe 
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26. If the image from the LIC appears as either the “Left Camera” or “Right Cam- 
era” images, follow these steps: 

• View the USB numbers under the image from LIC Camera (for example: 
usb: 002,020). 




Foldout Camera Port 




• Click on the button under “Foldout Camera Port” on the right side of the 
screen (where the USB port number is displayed). 



Right Camera 




Foldout Camera Port: 
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• Select the “usb” number that matches the number from the LIC Camera 
image. 



• After each camera takes another image, verify each of the images is 
matched up with the appropriate camera. 



27. Click the green “Done” button. 




28. Follow the on-screen instructions for shooting the cover and entering the meta- 
data. You do not need to put any book in the cradle when shooting the cover. The 
page will be deleted from the book once it is uploaded. 
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Scribe 

from the Internet Archive 




Book 





BACK TO 
LIBRARY 



o 



29. For each spread (set of two pages), follow these instructions to capture a dum- 
my spread and then replace both images with Large Image Capture: 

• Click the “Scan” button. Both cradle cameras will shoot, creating a place- 
holder spread. 




BACK TO 
LIBRARY 



o 



^ SCAN 
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• Place the item on the LIC mat, with the page facing towards the TT Scribe 
frame (the left side of the page should be closest to you, and the bottom of the 
page should be against the frame). 




• Remove the USB cable from the LIC camera to view the LCD screen. 

• Center the item within the display of the LCD screen. 

• Adjust the lens so the item to be shot fills the LCD screen as much as pos- 
sible. Re-attach the USB cable to the camera when ready to shoot. 

• In the Scribe application, click the grey “X” button at the top-middle of the 
screen (between the two images). 
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• To replace the left image with the LIC camera image, click the left “Replace 
with Large Format” button 




• To replace the right image with the LIC image, click the right “Replace with 
Large Format” button. 




O 



^ SCAN 
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30. Continue shooting the remainder of the book in this way, until you reach the 
back cover. 



31 . When complete, hit the ‘Return to Library’ button to view your book list. 



If you have any issues with these steps, please contact us at 

ttsupport@archive.org. 
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